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CLOSED CIRCUIT TELEVISION 


# 1 


, n 

#3 


BPS Memorandum to OS 6 August 1956 

Requests that specific requirements for location of 
equipment, method of installation and power consumption 
be decided in order that conduits for the installation 
may be planned. 


Staff Study prepared by 



6 November 1956 



Memorandum to Survey Branch 


20 December 1956 


Lists costs of various closed circuit TV system installa- 
tions in and around the building. Mentions several draw- 
backs to the installation of a TV system. 


#4 OS Memorandum to BPS 19 February 1957 

Requests that provisions for conduits space be planned to 
permit future installation at main entrances and certain 
sensitive areas. 

//5 OS Memorandum to BPS 3 May 1957 

OS is of the opinion that rapid development of closed 
circuit television precludes adoption at this time of any 
specific installation. Rather provision should be made 
to allow later installation of a TV system without altera- 
tion to the building. Contemplated usage would be; 


1. corridors, entrances, vaults and secure areas. 



4. building exterior. 


//6 BPS Memorandum to OS 8 May 1957 

States that funds available for built-in items are limited. 
Requests that detailed information relating to location of 
conduits, size, and number be furnished. 
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#7 OS Memorandum to BPS \ June 1957 

Restates position of OS as mentioned in item #5. Suggests 
that troughs be installed above false ceilings which would 
accommodate TV conduits or any other cable for alarm systems 
or other later technical advances. 

#8 BPS Memorandum for the Record 16 August 1957 

Agreement reached in a meeting of the DD/S, Director of 
Security, C/BPS, and others that provision will be made 
to install TV conduits in all main corridors oh the first 
two floors and entrances ntba r than emergency exits. TV 
facilities in the basement, DCI, 

areas have been previously includec^^^^^^^^^^^^^^^^™ 
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STAFF STL/pY 

.Now Hpedquo^ore-Buildlxig 
SU BJECT i. - piosod .^Circuit Television 


STAFF STUDY 

Closed Circuit) -television Coverage as &n aid to the patrols by 
guards# . . . 

. PROBLEM ( ; ' 

. To establish the degree to which Closed Circuit Television can 
be most. efficiently incorporated into guard operations • in the pr op- 
posed CIA Headquarters Building# . . 

FINDINGS - ; 

\ I'\indOT^ntai:iy^ guard functions incorporate four of the six 
human fionsoa. The sense of tasto, and apprehension (6th sense), are 
not within the category of routine guard functions* 

Collectively , the sense of sight, hearing, feeling and smell': 
can satisfactorily identify any given physical situation# 

Individually, the senses cannot guarantee positive identification 

For examply the first indication of an overheated motor is 
through tho son so of smell* I ho first indication of an. open door or 
window could bo throng] \ the sense of fooling# • • Xu ouch ins banco only 
one-half of the l<lontifi cation process is satisfied* Sight and 
hearing. -will not identify tho overheated motor in a row of equipments* 
However, the sense of touch completes the Identification# Similarly, 
in tho caeo of tho open window, tho souse of sight would bo the con- 
firming identification* 



CONCLUSION 


it follows therefore, that tho sense of feeling and smell ' 
share equally with sight and hearing as an early warning device from 
;tho guard standpoint* 

fjacor per a fcio* x oi closoa.. circuit television would bo restricted 
to those applications where sight alone fulfills all of tho require- 
ments of positive identification# It would ho most effective as m 
anti-peroonncl application* 
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APPLICATIONS 

Cloood Circuit Tola vision would bo applicable in the following 
operations* * 

1 # Patrolling a peripheral fence at tho extremities of the 
CIA grounds* 

2. Maintaining traffic observation of main corridors in the 
building* 

3. Conceivably applicable to badge identification when used in 
conjunction with an electronic memory dovico. 

‘ U* Surveillance of tho exposed sides of the building for 
identification of clandestine cortmuni cation from witliin. 

Traffic analysis and direction to and from parking areas 
during morning and evening rush hour* Tins could conceivably be 
a major application of closed circuit telovicion# 

RESTRICTIONS 

Incorporation of Closed Circuit Television into the guard 
operation raises tho Question of maintenance • The o cuiprr.ont s ■will 
operate up to 16 hours daily. Under those sever© operating condi- 
tions a bar© minirnuiu of replacement camera equipments will have 
to be maintained on a daily basis* This will require a 3 or n 
full tiro qualified technical staff to satisfactorily maintain# 

DECISION 

Doc is Ion on adopting closed circuit television should bo 
governed by the following considerations* 

1* Possible sayings in guard force personnel* 

2* Cost of equipment and maintenance by technical Staff. 

3* Effoctivon gds of geographical extension of eight only* 
Attachment i Clipping on Miniature TV Camera 
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Chief, Building'- KLannin. 


fircctor -of. So entity- ^ 


r ; i«w Ho odqus fte re Bu i Id ing 
Closed Circuit Television 
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'^io^io.ih.ropljr' to your EO’Torsnduia of 8 |fajr 1957, etad -’ - " 

; refers to our previous correspondence on' the stated subjoet.’ : - - 

■■ • • : • •-;-.■•■ i • - * . * * 1 •*% *. ;■ ■, 

: - • r s . ' ' 1 - • ■%: 


2.! ; Chir tmprsndun of 3 fluy 1957 included alljtho ihforrtaj-^^T^f ' 


of this, kind of Ofjulpnant 


• 7 • -Jr v— .r..-.T -—r r.. ■»*.*** -sa: .v »• .•*•-■ 

t. • * p ;•/:•*' p, 


- ratal, tr:\y-rhapfd, .about threo Inchon deep nirl up 'to twelve inches • ' • {, 

■•. wide, coning in sections vhich;arc longitudinally suspended from • “ ' 

the coiling or strung nlori;* * veil. The 'sere ■ trough could to used '■ ' ’ TT i 

for c«rrjri»c the; presently planned wires of th® various* security * . , ■' I 

• alarms, end of such fucthor ones es technical advances' mny kik® it . •' | 

advantageous that wo adopt later, ' , ’. . ; ‘ . ' . . . -t 
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HISIOIiASDUZI. f or thq Roaord 


-SUBJECT* Closed Circuit Television Conduits 


1. f A irootdng was hold today in the office of tho BO/S to discuss 
various eocurity matters In connection with construction of tho now CIA. fh f 
headquarters building at laagloy, Virginia. ; Present at tho wooting v&to'YaM^ 

■ Ccd. thito, W/Sy CcH. E di.-ards, lirocto r of Security! NVBNRSM^ Chief, 

' Building Planning Staff j ■■■^Pcd/s Idaic<»!Omder on ^ ne« " 

end Itanagenont /scistant/BPSj end tho undorcicnod. . 

\ ' ■ , ' . ■ ' 

2. Cno of the natters diocttsseduas tho item of conduits for a TV- X J 
circuit for security purposes in the new building. ; Col Ecfeaxd^' modified isYMM 
previous wzittea requests f von tho Office of Security on this svibiect, ?■ 
and stated that it would bo sufficient if conduits for TV worn placed ia 
tho collings of all nain. corridors of -tho: Ground and 1&Nrt Floors* e oi :©;© 
.also going to all outside cntrancoa of theca two floors : which 

used for other than cnorE«npy incross or ogress. Col. Vhito approved 
such installation of TV conduits. 
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3*' Tho cbovB ^ rogaireragaat la to addi t i on to gpe-alio rocraata wads 

. • — . a ' #w _ • mjk.: i. ■ •;• jeer*. . to* * a - * . * . ' 


and in tho. technical intori^tim area, vldnh items have alit^ been in-^ 
clxidod la bnlldlrg plarning. 
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